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PRODUCT TESTING LABORATORY 
Raw Data For Request X9491 


Philip Morris USA 
Confidential 


Report Date.: 12/20/94 11:05 AM 

Request.: X9491 

Submitter...: ed sterling 
Request Type: inh 
Activity....: 8A16 


Reported By 
Submitted.. 
Received... 
Completed.. 
Approved By 


SELF,DAVID 

12/06/94 

12/06/94 

NOT APPROVED 


Description.: EQUIL.OV STUDY III 

**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 


Data Value 

Rej 

Apr 

Report 

Date 



MARLSPP168 

EQ-COV 

1 


12.6375 


a 

Dec 

19 

1994 

2:12 

PM 

MARLSPP168 

EQ-COV 

2 


12.7375 

“ 

a 

Dec 

19 

1994 

2:12 

PM 

MARLSPP168 

EQ-COV 

3 


12.7475 

“ 

a 

Dec 

19 

1994 

2:12 

PM 

MARLSPP168 

EQ-COV 

4 


12.9100 

- 

a 

Dec 

19 

1994 

2:12 

PM 

MARLSPP168 

EQ-COV 

5 


13.0500 


a 

Dec 

19 

1994 

2:12 

PM 



Average 

: 

12.8165 










Std Dev 

* 

0.1630 








MARLSPP24 

EQ-COV 

1 


13.5473 

- 

a 

Dec 

14 

1994 

8:12 

AM 

MARLSPP24 

EQ-COV 

2 


13.5659 


a 

Dec 

14 

1994 

8:12 

AM 

MARLSPP24 

EQ-COV 

3 


13.5659 


a 

Dec 

14 

1994 

8:12 

AM 

MARLSPP24 

EQ-COV 

4 


13.5700 


a 

Dec 

14 

1994 

8:12 

AM 

MARLSPP24 

EQ-COV 

5 


13.6973 

o 

a 

Dec 

14 

1994 

8:12 

AM 



Average 

: 

13.5623 










Std Dev 

: 

0.0102 








MARLSPP48 

EQ-COV 

1 


13.8159 

- 

a 

Dec 

16 

1994 

4:12 

PM 

MARLSPP48 

EQ-COV 

2 


13.8400 

- 

a 

Dec 

16 

1994 

4:12 

PM 

MARLSPP48 

EQ-COV 

3 


13.9158 

- 

a 

Dec 

16 

1994 

4:12 

PM 

MARLSPP48 

EQ-COV 

4 


13.9300 

- 

a 

Dec 

16 

1994 

4:12 

PM 

MARLSPP48 

EQ-COV 

5 


13.9972 


a 

Dec 

16 

1994 

4 :12 

PM 



Average 


13.8998 










Std Dev 

S 

0.0729 








MARLSPP60 

EQ-COV 

1 


13.0074 

- 

a 

Dec 

15 

1994 

11:12 

AM 

MARLSPP60 

EQ-COV 

2 


13.0613 

- 

a 

Dec 

15 

1994 

11:12 

AM 

MARLSPP60 

EQ-COV 

3 


13.1166 

- 

a 

Dec 

15 

1994 

11:12 

AM 

MARLSPP60 

EQ-COV 

4 


13.1174 

- 

a 

Dec 

3T5 

1994 

11:12 

AM 

MARLSPP60 

EQ-COV 

5 


13.2113 

“ 

a 

Dec 

15 

1994 

11:12 

AM 



Average 

2 

13.1028 










Std Dev 

5 

0.0758 








MARLSPP72 

EQ-COV 

1 


13.0261 

- 

a 

Dec 

15 

1994 

1:12 

PM 

MARLSPP72 

EQ-COV 

2 


13.0374 

- 

a 

Dec 

15 

1994 

1:12 

PM 

MARLSPP72 

EQ-COV 

3 


13.1148 

- 

a 

Dec 

15 

1994 

1:12 

PM 

MARLSPP72 

EQ-COV 

4 


13.1534 

- 

a 

Dec 

15 

1994 

1:12 

PM 

MARLSPP72 

EQ-COV 

5 


13.3000 

- 

a 

Dec 

15 

1994 

1:12 

PM 



Average 

: 

13.1263 










Std Dev 

: 

0.1107 








MARLSPP96 

EQ-COV 

1 


12.4332 

- 

a 

Dec 

16 

1994 

2:12 

PM 

MARLSPP96 

EQ-COV 

2 


12.4382 

- 

a 

Dec 

16 

1994 

2:12 

PM 

MARLSPP96 

EQ-COV 

3 


12.5689 


a 

Dec 

16 

1994 

2:12 

PM 

MARLSPP96 

EQ-COV 

4 


12.6478 

- 

a 

Dec 

16 

1994 

2:12 

PM 

MARLSPP96 

EQ-COV 

5 


12.7215 

— 

a 

Dec 

16 

1994 

2:12 

PM 
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Report Date.: 

Request.: 

Submitter...: 
Request Type: 
Activity....: 


12/20/94 11:05 AM 
X9491 

ed sterling 

inh 

8A16 


Description.: EQUIL.OV STUDY III 


Reported By 
Submitted.. 
Received... 
Completed.. 
Approved By 


SELF,DAVID 

12/06/94 

12/06/94 

NOT APPROVED 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL; SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Data Value 

Rej 

Apr 

Report 

Date 




Average : 

! 12.5619 









Std Dev : 

0.1272 








MONSPP168 

EQ-COV 

1 

10.9378 


a 

Dec 

19 

1994 

2:12 

PM 

MONSPP168 

EQ-COV 

2 

10.9578 

- 

a 

Dec 

19 

1994 

2:12 

PM 

MONSPP168 

EQ-COV 

3 

11.0056 

- 

a 

Dec 

19 

1994 

2:12 

PM 

MONSPP168 

EQ-COV 

4 

11.0678 

- 

a 

Dec 

19 

1994 

2:12 

PM 

MONSPP168 

EQ-COV 

5 

11.0689 


a 

Dec 

19 

1994 

2:12 

PM 


Average : 

11.0076 









Std Dev : 

0.0607 








MONSPP24 

EQ-COV 

1 

11.4900 

_ 

a 

Dec 

14 

1994 

8:12 

AM 

MONSPP24 

EQ-COV 

2 

11.5200 

- 

a 

Dec 

14 

1994 

8:12 

AM 

MONSPP24 

EQ-COV 

3 

11.5300 

- 

a 

Dec 

14 

1994 

8:12 

AM 

MONSPP24 

EQ-COV 

4 

11.5988 

- 

a 

Dec 

14 

1994 

8:12 

AM 

MONSPP24 

EQ-COV 

5 

11.6252 

- 

a 

Dec 

14 

1994 

8:12 

AM 


Average : 

11.5528 









Std Dev : 

0.0568 








MONSPP48 

EQ-COV 

1 

11.7876 

- 

a 

Dec 

16 

1994 

4:12 

PM 

MONSPP48 

EQ-COV 

2 

11.9188 

- 

a 

Dec 

16 

1994 

4:12 

PM 

MONSPP48 

EQ-COV 

3 

11.9800 

- 

a 

Dec 

16 

1994 

4:12 

PM 

MONSPP48 

EQ-COV 

4 

12.0064 

- 

a 

Dec 

16 

1994 

4:12 

PM 

MONSPP48 

EQ-COV 

5 

12.0300 

- 

a 

Dec 

16 

1994 

4:12 

PM 


Average : 

11.9446 









Std Dev : 

0.0971 








MONSPP60 

EQ-COV 

1 

11.1845 

_ 

a 

Dec 

15 

1994 

11:12 

AM 

MONSPP60 

EQ-COV 

2 

11.2022 

- 

a 

Dec 

15 

1994 

11:12 

AM 

MONSPP60 

EQ-COV 

3 

11.2800 

- 

a 

Dec 

15 

1994 

11:12 

AM 

MONSPP60 

EQ-COV 

4 

11.3223 

- 

a 

Dec 

15 

1994 

11:12 

AM 

MONSPP60 

EQ-COV 

5 

11.4746 

- 

a 

Dec 

15 

1994 

11:12 

AM 


Average : 

11.2927 









Std Dev : 

0.1162 








MONSPP72 

EQ-COV 

1 

11.2178 

_ 

a 

Dec 

15 

1994 

1:12 

PM 

MONSPP72 

EQ-COV 

2 

11.2889 

- 

a 

Dec 

15 

1994 

1:12 

PM 

MONSPP72 

EQ-COV 

3 

11.3267 

- 

a 

Dec 

15 

1994 

1:12 

PM 

MONSPP72 

EQ-COV 

4 

11.3300 

- 

a 

Dec 

15 

1994 

1:12 

PM 

MONSPP72 

EQ-COV 

5 

11.3777 

- 

a 

Dec 

15 

1994 

1:12 

PM 


Average : 

11.3082 









Std Dev : 

0,0596 








MONSPP96 

EQ-COV 

1 

11.0180 

- 

a 

Dec 

16 

1994 

2:12 

PM 
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PRODUCT TESTING LABORATORY 
Raw Data For Request X9491 


Philip Morris USA 
Confidential 


Report Date.: 

Request.: 

Submitter...: 
Request Type: 
Activity....: 


12/20/94 11:05 AM 
X9491 

ed sterling 

inh 

8A16 


Description.: EQUIL.OV STUDY III 


Reported By: 
Submitted..: 
Received...: 
Completed. .: 
Approved By: 


SELF,DAVID 

12/06/94 

12/06/94 

NOT APPROVED 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Data Value 

Rej 

Apr 

Report 

Date 



MONSPP96 

EQ-COV 

2 

11.0288 


a 

Dec 16 

1994 

2:12 

PM 

MONSPP96 

EQ-COV 

3 

11.0906 

- 

a 

Dec 16 

1994 

2:12 

PM 

MONSPP96 

EQ-COV 

4 

11.0961 

- 

a 

Dec 16 

1994 

2:12 

PM 

MONSPP96 

EQ-COV 

5 

11.1369 

- 

a 

Dec 16 

1994 

2:12 

PM 


Average : 11.0741 
Std Dev : 0.0497 
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rawdata PRODUCT TESTING LABORATORY Philip Morris USA 

Raw Data For Request X9491 Confidential 

Report Date.: 12/20/94 11:05 AM Reported By: SELF,DAVID 

Request.: X9491 Submitted..: 12/06/94 

Submitter...: ed sterling Received...: 12/06/94 

Request Type: inh Completed..: 

Activity....: 8A16 Approved By: NOT APPROVED 


Description.: EQUIL.OV STUDY III 

**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 
Sample Test # Data Value Rej Apr Report Date 


*********************** MONITOR DATA *********************** 

****************** END MONITOR DATA ****************** 


Notations: 

MARLSPP24 - MARLBORO KS 20'S (SP)SAMPLE PREP.PLENUM 24HRS. 

MARLSPP48 - MARLBORO KS 20'S (SP) SAMPLE PREP. PLENUM 48HRS. 

MARLSPP60 - MARLBORO KS 20 'S (SP) SAMPLE PREP.PLENUM -STATIC 60HRS. 

MARLSPP72 - MARLBORO KS 20'S (SP) SAMPLE PREP.-STATIC 72HRS. 

MARLSPP96 - MARLBORO KS 20'S SAMPLE PREP.-STATIC 96HRS. 

MARLSPP168 - MARLBORO KS 20'S (SP) SAMPLE PREP.-STATIC 168 HRS. 

MARLSPP192 - MARLBORO KS 20'S (SP) SAMPLE PREP.-STATIC 192HRS. 

MONSPP24 - OV MONITOR SAMPLE PREP, PLENUM 24HRS, 

MONSPP48 - OV MONITOR SAMPLE PREP. PLENUM 48HRS. 

MONSPP60 - OV MONITOR SAMPLE SAMPLE PREP-STATIC 60HRS. 

MONSPP72 - OV MONITOR SAMPLE PREP.-STATIC 72HRS. 

MONSPP96 - OV MONITOR SAMPLE PREP.-STATIC 96HRS. 

MONSPP168 - OV MONITOR SAMPLE PREP.-STATIC 168HRS. 

MONSPP192 - OV MONITOR SAMPLE PREP.-STATIC 192 HRS. 
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Source: https://www.industrydocuments.ucsf.edu/docs/kfmk0001 















